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ERDA FOR TUBBS 

E. O. 11652 : N/A 
TAGS: TGEN, TECH 

SUBJECT: SAFEGUARDS INSPECTION 

REF: STATE 051433 

1. SCIATT ASKED CEA INTERNATIONAL RELATIONS OFFICER 

F. PERROT TO PROVIDE INFO ON REPROCESSED PAT MATERIAL 
REQUESTED IN REFTEL. FOLLOWING IS OUR TRANSLATION OF 
THE PERTINENT PARTS OF HIS REPLY. "BELOW (IN PARA 2 
AND 3) IS THE INFORMATION CONCERNING THE TEN BUNDLES 
OF THE CORE OF PAT 1. THIS INFORMATION ANSWERS, I 
HOPE, THE QUESTIONS POSED BY D. TUBBS DURING 

THE INSPECTION OF OCTOBER 1974. I ADD THAT IN THE 
OPINION OF THE CEA'S DEPARTMENT OF NUCLEAR PROPULSION 
THIS INFORMATION HAS BEEN DERIVED IN A VERY SATISFACTORY 
FASHION BY THE CALCULATIONS OF THE CONSUMPTION OF 
URANIUM IN THE REACTOR." 

2. RETREATMENT OF 10 BUNDLES PAT I (WEIGHTS ARE 
EXPRESSED IN GRAMS OF URANIUM TOTAL, UNLESS OTHERWISE 
INDICATED): 

INITIAL STATE: 

WEIGHT OF NEW ASSEMBLES 3894 

ENRICHMENT IN U235 
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FINAL STATE: 

AVAILABLE URANIUM RECOVERED 1779 

PARTIALLY RECOVERABLE URANIUM 231 

NON-RECOVERABLE URANIUM 200 

URANIUM IN IRRADIATED ASSEMBLIES 2210 

AVERAGE ENRICHMENT OF THE AVAILABLE 
RECOVERED URANIUM 73.08 PERCENT 

3. LOSS ESTIMATE (BASED ON PARA 2 DATA): 

IN REACTOR: 1684 G U TOTAL; 1889.54 G U 235 

IN RETREATMENT: 200 G U TOTAL; 146.16 G U 235 
TOTAL: 1884 G U TOTAL; 2035.7 G U 235 

4. CEA CONSIDERS INFO IN PARA 2 AND 3 TO BE "RESTRICTED 
ACCESS”. THUS WE ARE TREATING IT AS LOU. PERROT'S 
RESPONSE BEING AIR-POUCHED TO ERDA SAFEGUARDS INSPECTOR 
TUBBS. 
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